Board of Commissioners of Cook County 


Health & Hospitals Committee 


Thursday, July 18, 2019 


10:30 AM 


Cook County Building, Board Room 


118 North Clark Street, Chicago, Illinois 
This meeting has been canceled and rescheduled for 7/24/2019 @ 10:30 AM 

CANCELLATION NOTICE 

There will NOT be a meeting of the Committee or Subcommittee of the Board of Commissioners of 
Cook County at the date, time and location listed above to consider the following: 



Secretary 


Chairman: Deer 

Vice-Chairman: Arroyo 

Members: Committee of the Whole 
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